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> 


GOVERNMENT OF PUNJAB 


DEPARTMENT OF RURAL DEVELOPMENT AND PANCHAYATS 


CORRIGENDUM 


The 7th December , 2021 


No. PB.PS - Aur / 2021 / 5865.- In Rural Development and Panchayat Department Notification No. given 
in column No. 2 and corrections against serial number mentioned in column No. 3 shall be effected as detailed 
in column number 4 of the Schedule given below : 


SCHEDULE 


Sr. 


No. and Date of 


Serial No. 


Corrections to be effected 


No. effected Notification 


in the 


Notification 


1 


2 


3 


4 


1 


In the column No. 4 the word " Kamla Devi , 
Vill Gunachaur ( INC ) " shall be deleted . 


PB.PS - Shaheed Bhagat Singh 
Nagar / 2018 / 5698 dated 5/11/2018 
( Panchayat Samiti Aur ) 
PB - PS / 2019 / 5809 Dated 20/09/2019 
( Panchayat Samiti Aur 
Distt . Shaheed Bhagat Singh Nagar ) 


2 


3 


In the column No. 4 the word " Smt Kamla 


Devi w / o Amrit Lal , Vill Gunachaur 
Tehsil Banga " shall be deleted . 


Sd / 


MANPREET SINGH , 


Secretary to Government of Punjab , 
Department of Rural Development and Panchayats . 


2462 / 12-2021 / Pb . Govt . Press , S.A.S. Nagar 


( 4219 ) 


